Cutting List 

1/4" Peg-Board panels 
three 24" x 31-1/2" 
two 23" X 31-1/2" 

1x2 spacers, 1x6 cleat, and 1x6, 
1x8 and 1x2 frames—measure 
and cut to fit around panels. 


